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Ald Red Cross 


Society NOW 
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STEREO GROSS 


Five thousand dollars at least, 
must be raised in Richmond this 
week by the Richmond Red Crosg 
chapter. 

Such was the opinion expressed 
at the meeting of the chairmen of 


eomiitte consisting of Fred La 
Moine and Harry Pulse was appoint- 
ed to confer with merchants and 
businessmen of the east side and 
Vv. A. Fenner for the west side. 
The special ‘committe which con- 
sists of Fred Neville, C. M, Brewer, 
E. J, Gerrard, C. J, Crary and H. 
D. Chapman, | 

Red Cross boxes.will be instlled 
at the various business houses where 
donations large or small cane be 
made. 


TRIAL TRIP CUT 
OUT: STEAMER 
NEEDED 


The new Standard Oil tanker TIi- 
ger, recently jdaunched from the 
Union Iron Works, went up to 
Point Orient yesterday afternoon to 
take on case oil for a foreign port. 
The run up the bay and river acted 
as the trial trip, the need for the 
vessel being too great to permit of 
time for a regular trip. 

a ee 


JITNEY DRIVER. 
FINED IN COURT 


D. E. Hughes, driver of a jitney 
bus running between this city and 
Albany was fined $10 in the. police 
ccurt today for violating the city 
traffic ordinance. 

Hughes, according to the police 
drove by a standing street car. 

—— 


HEAT BUCKLES 
COUNTY HIGHWAY 


(Speeial to the Record-Herald.d 


MARTINEZ, June 21.—-Only once 
in the history of concrete road 
building has an instance of the 
heat causing the concrete pavement 
to buckle been reported up to this 
week when an instance of this oc- 
curred on the tunnel road between 
Walnut Creek and Lafayette, 

ne a ees 


TO LOS GATOS, 


the special finance committe last 
evening. 
In order to acomplish this, a] the U-boat is the son of German 


U. S. DESTROYER 
SINKS U-BOAT| 


CHANNEL FIGHT 


(Special to Recordé-Herald) 


GREAT BRITAIN, June 21.:-—— A 


ee 


AMERICAN NAVAL BASR IN] Oortribute to Red. Cross fund 


and help our allies win the war, 
ig plea made to Richmond peo- 


German submarine has been ram- ple. 


med and sunk by a United States 
‘destroyer, according to the belief 


expressed here today by a member/that would fall personally on 


of the crew of the warship which|CVery man in the country, and 
similar dire possibilities of aGer- 


put into port today. <A feature of 


Actual Gevtuas occupation of 


America, the levying by Ger- 
many of the heavy indemnity 


man victory in the war are 


the incident was that the American pointed to by the American Red 
hluejacket who sighted and reportea| Cross Committee in its efforts to 


parents, 
The destroyer was proceeding 
through a calm. sca when a peris- 


raise $100,000,095 as a bulwark 
for victory for the United States 
and our allies. } 

‘“‘Are the American reople.’’ 
said Mr. Brewer today, ‘‘going 
to let the rest of the liberty lov- 


cope was sighted’ The submarinc|ing world struggle and suffer 
began to submetge, before she dis- for ua and. eventually be stricken 


appeared eadibely the destroyer was 
almost on top of jher, 
GRASS FIRE. 

A grass fire at Second street 


down, taking with them in their. 
fall the only barrier that now 


stands between the Germans and | 


ourselves? These: are no specula- 
tions, they are facts. Unless we 


and Macdonald ‘avenue called out|i0 Amerfea wake up, unless our 
the fire department last night, No| Minds take fire with the inspira- | 


damage resulted, 


BUILD COTTAGE. 


tion for service, unless we open | 
our pocket-books and our hearts, 
then mark my words, there may 


A permit to erect a modern five be a German Governor-General 


‘room cottage was issued to A. J. 
MéNarny to be built:on Eighteenth 
‘sreet between Barrett and Roosevelt 


avenues. The cost Pacem e tance ea be , $1500. ; 


PROPOSED D DAM 
MECESSITY 
SAYS ATTORNEY . 


The proposed construction of the 
San Pablo dam and reservoir at a 


cost of $4,500,000 by the East Bay, poor. 


hay rate case: water hearing before 
the Railroad Commission in Oak- 
land yesterday as being a wise and 
necessary project in direct line with 
the suggestion of the Gomnivelon | 
and the advice of Oakland’s en- 
Kineers, 
Sane eee 


COMMITTEES = 


FOR HARBOR 


The committee from the Rich- 


in Richmond. 

‘‘We have profited perforce 
from the sacrifices and suffer. 
ings of our brave allies We, 
have become the market place of 
the world. _The war has sent 


great riches, great prosperity to our country. Nearly three years 
pi ee prosperity and security have been vouchsafed to the 


can people, 


geierst at once, immediately, there is need for action with all 

our resources of men and money and sympathy—and the last 

is scarcely less important than tie first and second. Wkat ate 
we going to do? It is wp to the American people. 

‘‘We want subscriptions from everybody—rich, well to “do, 

This War Fund to which Richmond people are asked to 


Water company was defended by contribute, ronst be a national undertaking in the finest and most [4he State Railroad Commission ‘to- 
Attorney W. EB, Creed at the trans-/| thorough sense of 


© word. 
“Whe crisis in this war.is at 


must play her part or prepare for such humiliation as a free 
people never endured—not even devoted Belgium.” ss 
| -— 


COL. HEUER, RICHMOND HARBOR Saarrs CAPTAIN'S SON 
EAIEER, KANE ON NEW BOARD) ss: <= 


SAN FRANCISCO, June 2i.— 


Colonel William Henry Heuer, 
authority on defenses and river im- 
provements and engineer in charge 
of Richmond Harbor work to a 


inond Chamber of Commerce which, Place on the California Debris Com- 


will meet with the council commit- 


tee and the committees from var- 
jous cther civic organizations at, 


{the city hall on Wednjsday, even- 


\ ing for a discussion of harbor work 
was appointed today. It consists of 


; Charles G. Bacon, o. R. Ludewig, 


Charles J. Crary ‘and Wéiter Le-} 


H. G. Stidham west side realty} Selle, 


broker and daughter, Mies Thelma 
Stidham left this morning for a 


ee nannies tenia 


two weeks vacation at Los Gatos. ‘HOLD PICNIC. ‘ 


aoe ncn 


TO LEAVE, ‘ 


“service ~in 1907, 


Children of the primary ‘eink 


mission was announced today, Col- 
‘onel Heuer was retired from army 
bay since that 


A ct 


EXPRESS COMPANY 
ENDS CONTROVERSY 


A long standing controversy he- 
tween the Wells Fargo ‘Express 
company. gnd.the Santa Fe Rail- 
road ‘over the latter's tines has 
heen settled ona percentage basis, 
according to: announcement. made 


o—— 


time has been one of the Pacific MARTINEZ ‘‘WETS” 
Nomination by. President Wilson of} Coast's leading engineers. i bert MéNulty, «a hinist, son of 


today. ; ee f 


——- ‘emo LolbchucencutiScempaneciaciyr et ~ Eee ; 


SWEEPING DRIVE IS 
IN A RUNNING!| PLANNED THIS 


< Lamiting the raiige of travel of 
George 8. McDowell, Jr. to Contra 
Costa, Marin and San Frahcisco 
counties, Judge T W. “Harris of 
Oakland. today gave over to (rs. 
Florence 1. McDowell the custody of 
the boy, as the outcome of family 
differences -between “Mrs. Dowell 
and her husband, The. latter must 
centribute $20-a month toward the 
support of the. child, 

The casé of the two was featured 
with severat sharp scenes in the 


i President Poineare of | 
| France who endorses Amer- | 
lf ieca’s Red Cross campaign | 
| and says: ‘‘France can be | 

depended on ‘to do her bit! 
| along these lines at. any | 


| time.’’ wed 


Se een cteentemnteris tie ote ey enema 


ies Mercaies. Peas, $4, daug hter of B. V, ‘Pene, 2354 Great 
avenue, this city, was drowned off the wharf of the Richmond Mach-. “ 
eee ee ee 


Witacests state The young wemnesl 
to have walked from the end of the 
pier after first taking off her hat. 
She left no ngte stating the cause 
for her death, 


| wERoIc &FroRT 
i} TO SAVE WOMAN, » 


Riding @ motorcycle, without the 
| | Wsistance of an instructor, result- 
“Ved-tn Jolin Sotza, rancher at San 


‘aoe last night, 8 | 

Be f usa’ s 

‘ machine leapéd ‘an embankment ana | Labor leadgrs ot the bay. district 

, . Ehrowmh 6, tleld petore: se! SCS NTP orcs fod 
Si oe aaa Sppet: He wad treated Prank Linder, ort 

tr. CB, Camp, 


Lond 


his sermon, “Church and the Work- 
}itigmen” to bé delivered Sunday 
evening. ig ule ne oe 
Rev. Linder has spoken to work-|no note for her tragic death it. wat 
ingmen of this city, Oakland, Berke- ese | 
léy and San Francisco as to. their| S°¥¢?#! hours before her identifica- 


‘|tion could: be established, 


KSTELLE SMITH 
WEEPS ON STAND 


a son SHOTS FIRED AT 


wept bitterly on the witness stand | ‘ 

in the Bona Mooney ‘vurder trial | : 

today, sobbing; “Some women <are | 
nakinz faces at me.” She pointed 
_| out Mrs, Mary Mooney, aged moth. ' 
or-in-law of ‘the defendant. as one 
ef the women grimacing at: her. 
Sudge Seawall? said he did not he. | 

lieve ‘Mrs, Mooney was intentionally” (Speeini to the Reeord-Herald.) | Tie remetnn have bom 4 edie! 
trying to disturb the witnens, and' MARTINEZ, June 21.—One of the| Cbarge-by Coroner C. L, Abbott and 
she was told to proceed with her soddiers on guard near the water]. 
story, supply tanks at the Shell refinery 
last night discovered a strange man 
j acting in a peculiar manner and 
walking along the refinery enclos- 
ure just outside, 

The sentry challenged the un- 
known person and warned him 
away. The stranger did not go and 
day in the ‘hearing on ‘the ‘two shots were fired in his direc- 
tion of all the principal transporta- j tion whereupon the suspected would 
tion companies in California, rail- ‘be intruder vanished in the dark- 
road and steamship, for increased , Rais 
freight rates, declared ‘such increase 


LIVED HERE FOR 
ABOUT 2 YEARs, 


The girl has resided here for 
iwo years with her father, ‘She for- 
merly resided at Mayfield, Santa 
Clara county, 


SPOULE TESTIFIES FOR 
HIGHER FREIGHT RATRS. 


President William Spoule of the 
Southern Pacific, testifying. - 


hand and the United States 


Se site emeeenmenemee 


COMMITS Sule 


fe ind first Sabin the poison 
P (cup to his. wife, with whom he had 
Quarreled arly this morning, Al- 


Races. were enjoyed and a picnic 
luncheon... served. at ‘the outing of 
the Civic Center club at Bast Shore 
park yesterday, Winners of races 
for the day were, Mra, Harry Don- 
nelly, young. ladies race; Mrs, Wil- 
liam Beach and. Mrs, Charles Don- | 
nelly, fat ladies race; Frankie Jac- 
obs and Sue Mahnke baby’s race; 
Reese Hayes, boy’s race, 

The committee which had charge 
Of the day’s affair comprised, ‘Mra. 
John G, Gerlach; Mrs, A, L. Rec- 
tor, . Mts. Paul Binfora, Miss Del- 


His work on harbor and river 


IN ORGANIZATION Captain Chris McNulty of a Sante 
iuisroverisnts is eapecialiy wet! | Fe ferry. boat of. 462. Fifty-ninth 


known on this seen sets gov- (Special to the Record-Herald.) } pea 5. om. ‘suicide at an 
m 
eament morovement on Ummmu| MARTIN, Tune 41—when the TWnrbuen At 314 Seth wreck ep 
C6 ne | Knights of the Royal Arch, the of-, 7 


his direction, Despite his age. of fieiat orgainization of the wet’, 
74 years, he is still able to under-/ interests 4 {ont GP eciniense sev: 4p : 
take extensive work, Born in Mis SITS mene 
eral months ago the Wet Federation 
souri, he was graduated from West: : 
‘supplanted it. “Steps are now being 
‘Point in 1865. He saw early ser- taken in Marti Seoking: ‘to tne 


vice on California surveys, and:was | 
format 
appointed by the government. on, here of a’ branch | ial the 


dertake important work in the. sur- 
veys. of the Union and Cen! 
cific railroads, For many: 
served the government ink 
Philadelphia, New . Orleans: 
New York, After his se 
eastern territory, where 
Was. namely that of hart 
er tthprovements, he wes | 
pated depatiment of 

._ After several yeas; 
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aN HULL.. -Managing Editor, G, ©. MILNDS...Business Mgr. 


SUBSORIPTION RATES: 
ae ‘Year: ...;. 94.60 6 Months. ....$2.00 1 Month by Carrier. .40¢ 


til ateliaiteatolintemntasnaiibisiiermensiiagpammennisiss, wane ’ 
Mwterea at the Postoffice at Wickmond, Cal., as Second-ciass Matter. 
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-S2HREE JOLTS FOR KAISER day has eome to conquer or sub- 


fo Russia explaining why. this 
-eountry was forced into war with] he relations of the United 
“Germany and the only conditions| States and Japan have been com- 


‘cusmal and striking in a staty 


x aoe Eh. 


“propaganda in the United States, 
:-but it is charted for the allies of 
potent clarity. 


$ 


never go back. to the status quo 


‘toration of old conditions out of 


Fh -¢ s co 


over subject peoples and its men 


“projects” of power all the way 
" from: Berlin. to Bagday aud be- 
‘ ‘yond, *? whieh the ruling classes 
| of Germany have been pursuing, 


mit.”’ With the enlistment of 
The kaiser has had three jolts) more than five million men, in- 
ently from the United. States. cluding those eligible to the selee- 
biggest .was the passage of|tive draft, the national guard 
selective draft. law and the} and the regular army, to say 
stration ‘of approximately nething of the forces of the navy, 
ten million young men for service and the raising by taxation and 
in the armies of the nation; the loan of more than five billion. 
second jolt to make the kaiser’s| dollars, the submission of Amer- 
teeth: rattle. was: President Wil-|jca is unthinkable. 
son’s Flag day speech, which was 


but ‘an amplification of his note AMERICA AND JAPAN 


upon which this country will con- plicated by Japanese relations 
| to-ending the war; the third | with Russia, with Great Britain 


ention: of the war. profoundly upset by the political 

We have the men and we have| and military evolutions of the] 
ae money, and the president told| world war. 
the world in words of flaming] ‘The Chinese policy of Japan 
‘truth why we are at war with|and her Pacifie océan policy: are 
“Germany... By compacting his phases of’ the big-national peliey.| s 
note to Russia in a scant thous-| dictated by the. belief of her peo- 
and words, the president attained' ple in an imperial destiny: The 
a crystallization of thought un-] Russian ‘revolution, whose final- 
ity is still. on the knees of the 
gods, has profoundly affected the 
future of the Japanese empire. 

Japan’s treaty with Russia 
opened China. to: Japanese influ- 
ence. The preoceupation of Eur- 
ope in the war has invited the 
rapid development of Japan’s 
policy regarding China, and her 
word is now practically law in 
all things Chinese. 

But Japan’s police has now 
met a severe shock. The Russian 
government with which her 
treaty was made has crumbled. 
Suceess of the German intrigue 
for a separate peaee with the 
Slav democracy would bring the 
German menace to the orient. 

The United States. has taken 
her rightful place in the front 
rank of the allies. To us and to 
Japan has fallen the mighty task 
of upholding the resistance of 
world freedom on land and sea. 
in the Atlantic and Pacific and 
on the soil of wounded France. 
against German domination. 

The strongest tie of nations 
binds us together. The trivial: 
differences between us: dwer im- 
migration to the United States 
and the manner of Japan’s just 
expansion of national dife, are as 
the manner of Japan’s just ex- 
pansion of national .life, are as 


paper. By confining his Flag 
day ‘addresses to a scant twenty- 
_ five hundred words, easily deliv- 
ered in twenty-five minutes, the 
president delivered an address 
destined to live in history es one 
, Of the, masterpieces of patriotic 
oratory. 

The°Flag-day addness, coupled 
«with: the. note ..to Russia, is not 
only a complete aeisahie te the 


iat sbaniting slogan, . ‘‘No  an- 
« werations "no indemnities,’’ 
whidhavcecied. 80 powerfully to 
Russian sentimentalism and‘ was 
taken up by: the pro-German 


_ The president not only demon- 
strates that the United States 
could not keep out of the war, 
but shows that the world ean 


ante, can never tolerate the res- 


which the war came, can never 
permit that the sacrifice of blood 
and treasure shall have been in 


» Phe’ status quo ante would 
mean practical Germany victory. 
It would mean confirmation to 
‘Berlin of overlordship in the 
“middle Europe combination she 
has. formed, with all it tyrann) 
together. 

The common service of the 
greatest American and the great: 
est Asiatic nation to the sorely’ 
menaced cause of - world ‘democ. | 
racy should unite them in, the 
carrying out of their com 
destiny in the Pacifie. 


§ to the world.’’ With peace 
/ wach @ basis, ‘‘the private 


would be pushed on imperially. 

ach a@ peace, in short, would 
merely an armistice, a truce 
“which new preparations 
would be made to realize the 
Prussian dream of world domiua- 
..tion, with Europe enslaved, 
: America wassalized, Asia and Af. 
rea subjugated. The president 
Gitaminates the truth with blaz. 
bah ae whose light will pene- 


The announcement that pretty 
girls will take the place of men 
as “‘life savers’’ at bathing 
beaches this season makes a neise 
like a summer resort adversise- 
ment. 


valor of French soldiers, this 
talk by Prussian officials of mak- 
ing France a German state 
would. e. 
epee eenstlnestestentensenane 
Amerieans only want out of 
this war what they have always 
wanted and heen willing to fight 
for—their rights on land ‘and sea. 
 nnREIIEIEenaeneeeee . 
The speeulaters forecast a 
short. .wheat _erop but*Hoover 
“fate there, & strpten so for on 
.| America is concerned. The 
‘ulators make very poor: forecast, 


ae of the United 
es in this conflict prcire 


with enlightened selfish- 
Primarily we fight to pro- 


fe 


ourselves, our country, ‘our 


9.uterior object, no.ex- 
territory, no ensdtion 


every fantna af tha 


Not many are ape to dispute 


jolt was in the subscripion of! and with Germany in the back-|* 
billions of dollars for the prose- ground. All of these have been: 


nothing to the union of fighting i 


If anything could add to the] 


concludes ‘this the assertion of Assistant sSeero- 


_Bommon waoonn nahi => ——— THURSDAY, UNH 4 1017. 


MARKET 
seen REO BIST. (oe wok 


cer of stomach Macdonald at 4th St. Telephone 939 


Troubles by 
DR. D ‘AY. 
WOO, the famous 
Chinese S pe cia- 
list. Now treating 


-for 10 years. 
Vomited after 
each meal, After 
one treatment 
“Would keep food 
on his stomach 

Dunne 2nd in one week 
a Woo oe greatly 


roved, 
THIS PATIENT a WILL GLADLY 
‘ACTS. 


Strictly im Advances VERIFY THESE FA e , 
Classified ads will be taken over Let Dr. Dunne Fay Woo pres-3|§ Under Entire New Management 
the phone and@ collections made by|? cribe for you NOW and make ${& 
messenger on payment of 10 you well. E 
for spe ae a ee Consultation and Diagnosis$|@ When you want a good supper after the Theater, 
———S es |$ Absolutely Free, 2 2 French dinner, or Lunch, a Special Dinner Party, 
FOR E Office Hours: 9 to 6. Sundays 10 to 12 $/@ 


704 Macdonald Ave. (Upstairs) 
Open Afternoons and Evenings 
and by Appointment, 

“If They Don't Fit, You Can't 

Have Them.” 


REBUILT DR, SING HERB ©O. aa We iding or Society Tarty, a Short Order to your 
TYPEWHITEKS TOR SALE ce nes 14-491 10th St, Near Washington st, 3} tasts, Visit 
were oe FOR SALE— 50 toot corner on|: ig 
Ali Makes : : Oakland 8259 
itt Makes Cutting Boulevard, All clear, $1600 Oakland, California. | ig Th P t ] C f 
ee 4— automatic ribbon $32.50 cash or terms, Address Box J, J. nee | 1 c or O a a e 
Model 6—Aatomaiic ‘tibboa”"""" Record-Herald office, ATTORNEYS-AT-LAW E ’ 
LOVOEEC. 20s ccercececesceccases $8060 | ———————— —____ 3) For Serv and Good Eats 
a " a ag 0 tact ice 
Sich + Seolor beck spacer, 49.q9| FOR RENT—Room for gentlemen J. E. RODGERS g 
Model &—S-color baék spaces,” [in private family. 255 13th 8t., ; Dennis Johnson, Manager 
meant 36. “ica aatpindet $85 ¢0 $62.50] Near Macdonald Ave. 6-9-12t Attorney-at-Law 5 7: Macdonald Avenue | Phone Richmond 60 
MINGTONS ——— -- | y 
Model 10-—Pica ty Bi BQ to $62.50) FOR RENT—Cottage at. 526 __ California Se Lea R RARER UNE AAITAT TIAA ATTN VOMaUPAeLS 


Model 11—Decj v. LAs $55 
Model 11—Degi: fabu bulgtor ‘w 
. —- her au tin anche, 


Soe hrc scerenerecvece ce $100.00 


models 6 Gabe tivities “°°°'*2%-9° 


b—Oliver .. Preerreieereee Lie 
nee 2—L. C. Smith, pivot pee oT 
Model Ft C Smith,” bail-tear- 
Peete cts :c SERGO 
ball bear 


Cornell Ave., near Garfield, Key 
next door at No. 524. $15.00 per R. ). Robe D. V, M, 
month, water extra. Privilege of ison, 

Garage $5.00 per mo, Will divide VETERINARY th dibs 


cottage if desired. Large enough AND DENTIST 
for two families, 6-19-3t 


Tilden Lumber Go. 


537 Fifth St., Richmond, Cal, 


eee ee ee 
aeaet es PSapeseeasene FOR SALE sone Rie ARIS PRICE --- QUALITY --- SERVICE 
woptels: 2, 46 and 6—Smith-promier 


GET A HCME—2 lots, 50 foot 


frontage, close in location nd «| E. M. TILDEN, President 

house, street work all paid. uae era: wD YARD8—Oakland, Berkeley, Richmond and Crockett 
can be arranged, Box C, D. Record-| M2 = F i 

Herald office, _ 3-22-t¢ BEB A Office and Mill—15th St. and Nevin Ave. Phone Richmond 81 


mofo! ia Sila ewe wns Gay OEE OO 
mackie thoroughly vebuilt 
std Had aranteed for one year. 
add 0 e nae agp riye if soid 
m athe ot'$5' cash and $6 per month. 
Machines sent for 3 ,@xamina- 
lon to any point on the acific voast, 
snd@..if not satisfactory. may. be, ented a 
ed at our expense. ,dfachinee res rent at 
aon fog 6. La 
ied 


nonuhe Adi: Plonths.. rm sinitiel a 


ypurc 


"end. to for -our' new Binaienton folder, 
pri ff the brane. 


Wholesale Typewriter -Co., Ine. 
“S30. Maries, St, San ancisdo 
in all coast cities 


FOR SALE—Modern close in 5- 
room dwelling on one of the beat | 
residential streets in the city, Will |. 
sell at a pargain; part terms if 


MATI 
disposed of at once, Address Box 
46, Record-Herald, tf; 


—_—_ 


‘Certificates of ‘Title Notary Public Abstract of ‘ritle 
Title Ingurance Polices. Escrows Handled Inheritance tax Appraiser 


WEDNESDAY AND THURSDAY PATRONIZE HOME INDUSTRY. 


; “f ‘FOR SALE—Two lots, 60-foot DO ; ' 
NOTICE tO TAXPAYERS frontage on 11th St., near Barrett, MARIE DORO Richmond Abstract and Title Co 
8 saad County ¥ tok thea with modern dwelling in excellent —J[ N= i 
tate Aa axes condition, with all conveniences. “HEART" z , 
Year 1916. 1917. T’S DESIRE Offtice—Richmond Abstract and Title Oo.'s. Building. 


One of the best bargains in resi- 
dential close in real estate in the 
city. Terms reasonable. Address THE GREAT SECRET 
Box 46, Record-Herald. tf 


Office of the Collector of State and 
ounty Taxes, Marténes. 

Notice.. ig Rhee t dices that 1 ve 
‘eceived from th uditor of bo a 
aaets Prete 4 bw ‘Dapticate Rye a os = 
coo ‘or e ic. ear -1917, ane 

Ist. That. ‘the taxes on ‘all’ aera vo A BARGAIN—Player piano for PATHE NEWS. 


eroperty ‘secured by real property,and| sale at a bargain. Wili ‘Ne. 13| 


Twenty-Second ana Macdonald Ave., Richmond, Oalifornia. 
Telephone Richmond 819 


CHAS, G. BACON, Manager. 


DING MATERIAL, DRAYING, HAY AND GRAIN 
PIONIO PARTIES AND MOVING 


E. Hi. wt: Higgins Co. 


son & Braine 
Office 400 PRR sg Ave—Phone Rich. 262 Warehouse Phone 448 


ne-half of the t 
wilh be Gue tana payable sat eres terms to responsible parties,.No. 15 
Third Monday in lith st, 4-24- t 


FOR SALF-- Two 5 room cottages, 
just completed, Each with driveway. 
Terms. Open afternoons, 766 7th 


St ao ea) 


6-1-tf 


* rere rare THECRAVEN HOSPITAL 


, 
-916, and will be delinquent on the 
‘irst Monday in Decem 

ext thereafter, at six o'clock 

‘snd unless a prior thereto, hirben 
ver cent will be added te the’ Sake 
thereof, and if said ous -half be not 


vaid before the 
Last io April, 1917. 


at six ccloes *e.- ‘p. _ ma adsittonal ge 
ver cent wi 


thereto. . 
remaining Gane-beif's of gh @ taxes on all| as apprentice in garage, Bring ref- e ; , . S 
coal Property’ Will be padable‘os andl ergo neogat Sarase. Bring ret Oonducted by gt A Draying and Storage 
First Monday in January, 6-4-tf Graduated Nurses At ' 
\¥17, and will_be delinquent on the + ee MEDICAL, SURGICAL and | * 4 PILLOW BROS. 
Last Mouday in April, GOATS FOR SALE—Two ia a he 706 Macdonald Ave Phone 91 
next thereafter, at six o'clock p in, Swiss T b horul MATERNITY CASES. ; { ae ’ 
and unless paid brior thereto, five per | “V'8® oggenbergs, OrnIeer: ' 
cheteor i be added to the amvunt| milking and one 11 months ae Baby Incubator Installed. = 
igo That all taxes may be paid at} uot yct bred. A bargain, Address L. Received under the care _ 
cig rovlaed! e ig due an a "payable. here- | w Trivitte, 426 Jackson Ave. Rich- of their own physician. | oe URRY | THESE PAINTERS CARRY 
" ja * t x = 7 
made atthe office of the Tex Golles: | OR4_ Cal. 6-20-2t|| 10th & Clinton Phone 854 BERT O 
— SE |__ COeee 
bei Rnemma ek | _|{ UNDERTAKER—EMBALMER 
fax Collector of Contra arte HELP WANTED ——————e 
sea Sete County - . EXCHANGES Parlors—27 Park Place 
wPetSet seco c wee ceeeoouesd HELP WANTED FEMALE Service Day or Night 
Modern In Every Way An Intelligent person may earn Se LLNS Day and Night Phone 429 ZEB | KNOTT 
Entirely Remodéled $100 monthly corresponding for HAVE you vacant tots that ot ———— Sherwin-Williams Paints, 
THE PALM newspapers; $40 to $50 monthly in| Want to turn over for income b Awto; Sdrvice Phone soa], Stains and Varnishes 
Mrs, R. L. Totman, Prop. spare time; experience unnecessary; |{mg residence property. 1 have a ARTHUR. A. BARBER & 00.1 Al! Grades of Wall Paper 
305 Macdonald Avenue no canvassing; subjects suggested.|Modern five room house and two Painting and Parer-Han 
Single Rooms—-Rent Reasonable {| Send for particulars. National Press|lots in central section of tity, that Puneral - Directors & ois ging 
=== | Bureau, Room 903, Buffalo, N. Y.|I would consider exchanging for wag.| | L@0y ee a eee All Work Quaranteed 
Apr. 27-Oct-27- 17 ant lots suitably lecated: In answer- sclera eT 319 North Seventh Street 
————— = | Ing give lot and block numver, what <}) ee 
HELP WANTED MALE jvalue of lots are, and whether stree 
Ph Riecnm 8238 
An Intelligent person may earn|Work is paid or not. Address Rox E. B. SMALLWOOD - BRUNNER 
$100 monthly corresponding for |184, Richmond, Cal 3-29-t? Undergaker-—Embalmer vas 
| newspapers; $40 to $50 monthly in ——— eine eee eee 
spare time; experience unnecessary: SALARY LOANS ; DEPUTY CORNER ; 
! LEROGGISTS EVER no canvassing; subjects sugtested. | wwnwnnnreernennnrvre 727 Macdonald Avenue WALL RAPER, PAINTS, OIL 
Send for particulars. National Press SALARI i Phone Richmond 113 , 1810 M dw m= 
CERT Bureau, Room 902, Buffalo, N. Y. suet RIED FEHOPLE PBRMA- St A eens anal 
y ee Apr. 27-Oct-27-'17 employed hed $5.00 to 


publicity, cheapest rates, easiest 


“WANTED—A 00d piano. Price | 7024ld Avenue, 4-39-tt 
and terms must be right. For par-| 
ticnlars write P. O. Box 601. Rich- FOUND 


mond, Ca. tf. 


4 F 
; é 
FOUND—P ; P 
WANT POULTRY — Wil HONS] Co, iy sroviag Nose naan A Gas Range 
two choice lots in Richmond Annex ini ‘ahascen at Aaa ante ; . : 
all paid for, corner location, slight- ol 


fice. ery 
ly view, for poultry. Address Box een ee ee a 
“BA” Reeord-Herald offive. 6-9-tf NOTARY PUB A | 0 I 
nomads yor ined : — NOTARY PULBLIC—\ make and ; 
> 6 10:15am via ileal: ‘THE W. ©. T. U. of Richmond] acknowledge all kinds of legal pa- Fry—broil—bake and make your 


would like to assist any girl thet|/pers; deeds. mortgages, contracts, cooking more successful. 
needs help who will either write o!/| leases, etc. Houses to rent; fire in- It will lessen your labors about 
come to see Mrs. G. Wallin, 684/surance. H. G. Stidham, 163 Wash- the house 
fteent tf, | ingto © office << o P 
ais saci ites A Rosauie, ain saa vive 868, Yes! It will be more economl- 
CALIFORNIA TOWEL: SUPPLY OO. —>S>===———S SE eal too. 
“Let Mayer Do It" it you want 


Towe! service iurnishea offices | Four eld suit made tfke new. Ring 5 Don’t delay :— 
varbers and bars. We supply coate pobeiniee Fig Sg Work Selecting a Gas 
“nd aprons. We furnish the suppt Range. 
—you use it. Cheaper than buying | American cheasee we | eS 

See Specials on ‘Display by Local 


on 
1k OVE 
GAME ROGEIS 


TONIGHT! Meas Mase 


CURTAIN RISES 8:15——Cor. 9th St, & Macdonald Ave. 


CLARK’S MUSICAL COMEDY Co. 
-_—-—_ PRESENTS ——_-. 


“Oh, You Ge 


A MERRY MELANGE OF OC: AND. MIRTH 


[75c] (25e] [B3e] 


30 PLEASING PERFORMERS BAND & OF 


| 


heater, 
Party, 3 lye 
> your — eo 
Richmond Winery....... 
........-Family Liquors 
HONE RICH. 398 RICH. 398 PROMPT SUPERIOR JUDGE R. H. LATIMER 
id 60 8th& CHANSLOR COURTEOUS .of Martinez who may act as um- 
2 SERVICE pire~ in the Council-Courthouse 
ATAATaS | Distributors of St. Maxine Table Wines, Liquors and Cordials game in Richmond June 30. 74 


proceeds of which wl be de- 
voted to the Red Cross. i 


ty 


(Martinez Gazette) 


At the meeting of the Richmond 
eity council Monday night the chal- 
‘lenge of the county officials to play 
rall was promtly accepted. 

The county. officials of the court 
house, including the magistrates and 
sheriff, have issued a challenge to 
the city eouncilmen of Richmond to 
engage in a ball game. The game 
is to take place on the Richmond 
grounds on June 30, and the pro- 
eeeds of the game will go to the 
Red Cross society. 

Included in the lineup of the 
county solons are District Attorney 
T. D. Johnston, County Clerk Jas- 
per H. Wells, Sheriff R, R. Veale, 
Judge R. H. Latimer, Judeg A. B. 


ckett 
hmoud 81 


2 ett 


66é McKenzie, Tax Collector M. W. 
“DEAR, -Stop Your Dandruff Seet, Adanee "Al “oulabey) Be 
eorder Mike Hurley, Assessor Geo. 

by using Meese, School Master Bibl! Hanlon, 


Cashier Joe Baker and all the rest 
of ‘em not to mention the numer- 
ous deputies and the fair rooting 


Pompeian HAIR Massage.” | 


“Dandruff has made your clean and ed. In one section of stenographers and copy- 

hair straggly, thin looking and month UAT Ayo ae ists, 

. lifeless. Your coat collar is al-| -iear amber liquid, Not oily. Not Ee 

Bie ways covered with ugly sealer sticky. Very pleasant te use. , 
. Step your Dandruff now.-~ You treatment for Dand- 

‘ can. Just look at my _ hair. rf in a rages parle 

: The Dandruff is entirely gone 
and almost overnight Pompeian | °*P My hair before I 


started using it had gone beyond 


the ordinary stages of Dandruff | 
ant wie cOvered with scales which | 


HAIR Massage made my hair at- 
tractive.” 
The success of Pompeian HAIR 


RICHMOND THIS 


Massage is in its name—‘Mas- me F aoe nave | 

sage.” It is a _ treatment, not introduced IR Mas 

merely a tonic. The massaging Practi every user says— 

(tubbing) of the scalp wakes up| one bottle actual results. 

the roots of the hair to new life. Get a 25c, SOc or $1 bottle at the 

This massaging also opens the/ stores and say the same. 

‘ pores of the scalp to the wonder- Have your barber every now and 

fully stimulating liquids in Pom- then a careful Po an 

peian HAIR Massage. Dandruff} HAIR e. Used in cover | 

goes. Your hair will become and | 30,900 of the best barber shops | Much edepends on Richmond win- 
, Stay healthy, vigorous, attractive. From Maine to Hornik. | ‘da titel adele Ghiwttanay tens te 

All that tz needed is a little] Made by the reliable makers of Sipee ice domece iinet vane 

massaging once or twice a week.|the famous Po MASSAGE | ockton Sperry 

One application shows results.;Cream and Pompeian NIGHT A defeat means lack of confi- 
erent scalp will immediately feel! Cream. esl A dence a _ disinterested crowd off 


rooters when the locals sally forth 
to tangle with the Merced Giants 
on July Fourth. 

To Hollis will fall the lion’s share 
fof bringing a victory across the 
boards for -Richmond, Although 
Richmond’s infield is fast and her 
outfield can ‘rattle the boards on 
the fences as regular as_ clock- 
work, it is Hollis who whispers ‘‘go 
get em” to the ball and who gener- 
ally gets results for his efforts. 

S asannEREnnaiRimnmeen._ccnneemmeeeeenesae 


TRANSFERS OF 
REAL ESTATE 


Reported Daily By Ric mond 
Abstract and Title Oompany. 


ae S 


Instruments Recorded June 2, 1917 


The Richmond Development Co 
to Mary Miner, Delphina dotaxiie 
Barrae. Deed $10. Lots 3 4 5 Bik 
H, Broadway Addition Richmond. 

The Oakland Bank of Savings to 
Richmond Annex Land Co, Par Rel. 
Mtge, Lot 23 Block 29, Lots 3 4 
Block 36, Lots 46 47 48 Block 39 
Lot 3 Block 41, Lots 30 31 Block 
45, Lot 18 Block 61, Lots 36 37 39 
40 Block 68, Lot 5 Block 77, Lots 
10 11 Block 95, Lots 6 9 20 21 
Block 97, Richmond Annex, 

Cc. J, & Chrestina Christiansen to 
C, BE. Ciark.. Deed $10. 2 Block 
E, Richmond Pul!man aA eh 

Grant Sherman to Richmond An- 
nex Land Co, Deed $10. Lot’ 27 
‘Bleck..15, Richmond Annex. 
“G.-E: & Edeline F. Clark to 
Calif Home = Building Co. Trust 
Deed $850. Lot 2 Block B,, Rich 

» National Realty Co, to Board of}: 
Education of the City of Richmand 
& Richmond School District of Con- 
tra Costa county, Deed $10. Lots 1 
etre: Rinse a Turnin’s 
to Richmond, 
Tastruments Recorded June 4, 1917 

G, W. Olds to Ida M’’ Olds, Quit- 
claim Deed $1.00, Lots 10 11 $4 
| Se Block .87 City-of Rictimond. 
i agatin ‘Bros?! Lavinia A. Welden: 


 aocenenseaneepte eA L 
See 


Seooe te rin 


: Pane erent 


| game the professional men of this 


ity Or the Red Cross, 


‘fm the Three I League following} 


‘eeptionally _ fast. 


leaguer will be here Sunday with 


"for, 8, BNTS NTS AND BOBBLES ROM io 
_ PARTS OF THE STATE ma 


AT NEWARK. _ 1} weed to cast aside b y official dig- 
The Richmond Acmes- play tie nity and “eal om gat sees ‘eth in 
fast Newark team at.that place Sun-| thé capacity ‘of Gn ‘tthpire in the 
Sax. z Council-Courtheuse “gaine here on 
“PROFS” TO PLAY. June 36.. , 
‘After the Council-Courthowse} AS USUAL, ; 
/ Peace and qutet. once more reigns 
in Sen ‘Francisco and Hen Betry, is 
still. the big maEUL “Ot, baseball. 
FARMED OUT. 
Adoiph hanks of the Salt Lake 
club has been sent to Butte for sea- 


ONTaH: ‘ee 

Tonights the night. The mem: 
‘bers of the Standard Of! Bowling 
team will assemble at the Seventh 
street alleys this evening to knock 
out some new high scores, : 
Some of the stars of the Standard 


city may band themselves into 4 
nine and challenge the winner, the 
8 to be given either to char- 


Dealers and Makers Py ae 


Auto Tope — Castanea Covers 
' All Body. Accessories - 


Tire Covers Made to Order 
The Famous 


Victor Top 


Applied in shop for the price of this: 
ALL WORK GUARANTEED | 


New Location—109 pa er 
Phone 109 for she he ate ae 


Sunday. with the Stockton Sperry 

Flour team formerly pitched ‘for: 
Pittsburg in the majors, Martin was |‘ 
tarmed out to Cleveland, then taken {° 


z 


which he came to the coast, His de- 
livery this season is said to be ex- 


TOUGH LUOK. 

Philo Mobley of the. Mi 
Reds is a fallen idol. And all be 
cause he couldn't stand the terrific 
batting pace of the Merced Giants. 
Mer. Dietrich says he’s “gona’”’ 
wrap ‘“‘Babe” Hollis in armor Plate 
when the locals breeze into that 
“purg’” on July Fourth. 
OSBORNE HERR. 

Bill. Osborne, former catéher for 
the old Richmond team and one 
time team-mate of Bill Burns, coast 


Smeaton: ‘was touched for nine 
hits for Chicago -against- Brooklyn 
yesterday. 


eR Re Rene RR SCE REE RE Boe ee 


the Stockton Sperry Flour team 
who will contest honors with 
Elks, 

CULLEN HITS. 

“Bade” Cullen, former right field- 
ed for the Richmond LEiks playetl 
with the Merced Giants Sunday 
against the Modesto Reds and out 
of’ four trips to the p'ate got three 
hits, one of them a two bagger and 
scoreé two runs. 

HARTNETYT’S HOPES, 

Captain John Hartnett of the 
council team is pinning his hopes 
on Watson’s 8peed ball in the Coun- 
cil-Courthouse game June 30. 
THOSE BUMPS, 

Those bumps which a few of the 
Councilmen and Union players had 
in various parts of their anatomy 
as the result of wild pitches at the 
First street grounds Saturday. are 
going down. lt was a mere trifle 
ir that game to be cracked in the 
head or haye some gink step on 
your spine while you were sliding 
to a hase. 

JUDGE ON JOR, 
Judge R, H. Latimer, may be in- 


WITH THE ANGLERS 


BASS RUNNING. 

Off Port Costa, Selby, Rodeo and 
Giant striped bass are now running 
good, : : 
‘PERCH. 

Good catches of red-tailed and 
silver perch together with rock-cod 
are being made off the local water- 
front. 

STEEL HEAD. 

Several fine steelhead have been 
caught off the outlet of San Pablo 
creek into the bay. 

PP PPRRRRRRNennrrnnnnmnnnnnnnnas 
Deed $10. Lots 37 88 Block 3 Key 
Tract Richmond, 

M. A. Kellog to H. M. Shanklin. 
Deed $10. Lot 32 Block 5, Cerritos 
Addition, 

John R. Nystrom, Harry & -May- 
belle Ells to Anna Nicholson. Deed 
$10. Lots 10 11 Block 7, Cerritos 
Addition Richmond, 

Amada Fenske Homestead. 
#2500. Lot 13 Block 8, Amended 
Map Richmond Fifth ‘Addition. 

Contra Cocta Realty Co. to Joe 
Kosic. Deed $10. Lot 16 Block $i, 
East Richmond Boulevard, : 

Joe & Angela Kosic to Richmond 
Savings Bank, Trust Deed. $425. 
Lot 16 Block 21, East Richmond 
Boulevard. 

MYSTEIROUS PAINS AND A@HES 


Make Life Hard to Bear For Many 
Richmond Women, 

Too many- women mistake their 
pains and aches for troubles peeut- 
far to the sex. More often disorder- 
ed kidneys are causing the aching 
back, dizzy spells, headaches and 
irregular urination. Kidney weak- 
ness Lecomes dangerous if neglected, 
Use a time-tried kidney remedy— 
Doan’s Kidney Pills, Hosts of: peo- 
ple testify to their merit, nage a 
Richmond case: 

Mrs. E. Hafer, 140 Eleventh &t., 
Richmond, says: “] think being 01 
on my feet too much and over-work 
is what brings on attacks of kidy 
complaint. When | have an 
tack, | get sharp pains in the 4 
of my back and I feel mf 
all over. I am tired all the 
‘and very nervous, I get 
and dizzy spells, also, 1. use D 
Kidney Pills, at these times, procur-1¢ 
ed fromthe Richmond Pharmaéy. 


PT Te de as 


. ntenndliiape mente oldies wave demuapanaidussteek coe 
lene, correctly refined from asphalt-base crude, gives perfect lubri- 
cation ‘with least carhon deposit 

Less wear and more power because. Zerolene keeps tts lubricating body at 


cylinder heat. Less carbon because, Deitt nde Rece aeigeen eel mR 
burns clean and goes out on exhaust - 


Zerolene ia the oli Sif sake th —Ubldirens tas matinee side jttigges heimannlite diitnen. 
“Per correct grade, get our lubricatiowPchart covering your car 


At dealers every where and Standard Service Stations 


Page 


The American Red Gross Needs You! 


SURELY, EACH ONE WANTS TO DO THEIR 
BIT; NOW THAT THE UNITED STATES 
HAS JOINED IN THE WAR ! 


YOU. ARE NOT A SOLDIER—BUT PERHAPS 
YOUR BROTHER IS 


THE AMERICAN RED CROSS 


operating with our ARMY, and NAVY will give him 
RELIEF WHEN WOUNDED OR SICK 


IT ONLY COSTS YOU‘ ONE DOLLAR TO 
HELP -BE-PATRIOTIC 
Let your countrymen know that you are helping to 
ide for their comfort - 
IF you HAVE NOT JOINED 


bring or gend © your dollar to the American Red 
Cross Headquarters, in the Cunningham Bldg., 

Ninth Street—or to either of the Banks 

of Richmond 


: ‘SHOULD .B 
CAN Bint! 


EVERYO 


EA. MEMBER, OF 


ote 
aad they eoon Ux rae 


shape ——— 


Price 50c, at all dealers, nainel 
simply ask for @ kitnes meant 
get Noan’s Kidney. yore 3 
that Mre. Hafer hei Fe 


: hee Props,, Buffalo, &. 


731 Macdonald Avenue 


tinencinnr 


| ae eee see) 


CLASSIFIED ADS) 


ENGLISH 


Viva Thomas 


WE dine sale ns ae eens ot hoe Coen ice the Hudson river in August, 
Foley. Rarverd: eQ Penneylvenin ehi-s year, en oe ee ee ee te Terenas Seeman oe ales, : 


FREI “ale feraeaesrtath Nien ag 5 SRO OR ABH 


DUNE TAKES TENT SHOW FRaNsrans or £7 Mt Qc WALFORD” NEW Pa 


laughter ot}! /Too Late To Classify 
ein ane. 4 The Hon. Bigennon Hiteamanrios musical — interpolations. “Ripping, A Jane Urtan and “albert Morrison | known play as a thoroughly super- 
amt..of. Liver- FOR RENT—2 room apartments,| Ceci!  Cholmondley (pronounced; 91d Topper’, he exciaimed as he make a grand team in a farce com-| tor article. Morrison is almost an 


“epent | over 
*"$4000 with doc- 
tots without relief. 


$12.00 and $14.00 a month, 428 
A street, near Nevin, 6-21-2t 


SATISFACTION 


GUARANTEED 


Work called for and promptiy re 
turned. We Snow that some people 
are skeptical and regard the clean- 
tng of soiled articles as uncertain 
nd experimental. Given a trial. 
we. will convince the most skeptica) 
| hat our finished work looks as good 
ws new. 


65 Fifth St. Phone 635 


We Call and Deliver. ¢ 


irs 1” ‘guffered from 
ropsy“ and in that 
y father spent $4000 with 
ans uying te cure «me. 
oor” pacing J. had to 


theater at 9th and Macdonald. His{ of 


entirely recovered to a nor- 
i condition.” 

oat free Consultation 
: ee 


ter of an American submarine, in-| 2¢4 
ventor, scientist, investigator of 
the causes of the wreck of the 


row aw your tt worn and rutworn 
hires shar gol a uy S00to 5,000 miles 
‘Hot service out of t 
i eers of world-wide re 
ja Engineers thoucand practical hard-headed 
show. me” a rican motorists have put 
‘/their approvalon 


Saree Serine’ 


fiat are beginning to show wear after 
Lage as 3.000 0c ‘miles can te fade fal bere you not only 
‘service than you: ever. Every 


GORGE COMA 


ye catries a W for toNot Less 3 in me,” said George M, Cohan; the 
of Service. | 
is kind of gusranieed service from any © new tire with- 
out paying twoor three, times the evst of aGates Half-Sole 


\ Frog Throw Away Another Worn Tire A 


d-out first about Gates Half-Soles.. If you area car owner 
not take you five minutes to see and- understand 
s that seems clmost like magic. 


it was a typical George M. Cohan 
expression and displayed the sin- 
cere energy with which he took up 
the new field of the silent drama. 
His first photoplay, “Broadway 
Jones” an adaptation of his great- 
est stage hit, is about to be re- 
leased by Artcraft and judging | 


from early reports, will result in a 
duplication .of his stage success 


‘All Kinds~ of Vulcanizing 
BR. RB. CASE 
136 Macdonald Ave. 


xymong screen patrons, 

Quaint and whigsical touches 
abound in ‘‘Heart’s Desire,’ the lat- 
eat Famous Players-Paramount pic- 


[LOCAL MENTION 


Pertinent remarks about well- 
known People in Richmond 
Happenings «bout Town 


| 


25% reduction in 


sa East 


Deere 
‘DAY OFFICER. 


Officers L. E, Eddlemon has been 
detailed as‘day officer in the Pull- 
man district from now until July;* 
Fourth. 

AT PLACERVILLE. 


THE 8SAlL.TA FE WILL SELL, FOR 


is FOLLOWING DATES ROUND TRIP Councilman and Mrs. Jj. B. 
Se : Jgborn left yesterday .for a two]: 
TICKETS TO— weeks vacation at Placerville, 


re en Rare ee 


Chicago $80.00 
Kansas City 67.50 


being ‘Ye Jess than ordinary fares: 
Similar reductions to other” eastern 


WATERFRONT NOTES C3 


DAISY DOCKS, ee 
With ‘a cargo of creosoted ‘pittins | 
‘and. lumber from Coos Bay the} 
steam:<schooner Paisy docked - at{- 
the Ferry Point wharves thi : 
noon, 
GOVERNMENT TUG. 
Supplies for the several tate ‘ot | 
infantry which left for the east re-} 
cently were loaded aboard tefrig- ? 
erator cars at Ferry Point today ‘ 
ny government tags. 


aie gee 


‘attendant features of Dear Old Lon-| assured 
‘ton, °.a Record-Herald man_ took] distance that 
hima: in tow and chaperoned him at| at all.” Regret was expressed that| Block 7, Richmond Fifth Addition. 
a visit to the Clark Musical Com-|he would not be present tonight] ©. J. Bianchini to E. C. Gil- 
edy production in the big tent] to witness the repeated performance| bert. Need $10. Lint 10 Block C 
“Oh, You George’ which made| Richmond Center Addition. 


“Here goes, with the best there ture, 


Chumley).:of London ©, C, was a/ voiced his thanks for the entertain- 
Richmond visitor last evening, Be-| ment 
ing a bit bored because of his en-j isn’t.” 


forced absenee from the Strand} enjoyed himself ‘‘so ally well’ e 
With its Picadilly Lounge and the] since he had crossed the pond and Instruments Recorded June 4, 1917) Wallingford.” The critical theater| her faith in him brings him back 


everyone within hearing ‘The McKenzie company to Mat-| &0ers seem to regard this Orpheumjto the game of legitimate money 


“plow me for a toffer if it 
He admitted that he hadn't 


lordship was immensely pleased | such a hit a few nights ago and is 
with the presentation of American| being offered, by request. The Clark| Oloff. Sat. Mtge. 
faree comedy and laughed his ap-| company will bring the present very; 
preciation, most enthusiastically, of successful engagement to a close 
the ‘clever lines and well handled Saturday night. 


aie ni tay ake Sehwag ey [ats Seatae Moin ee ee: ‘James P. Cummins with Mil-| The McKenzie Co. to Mrs. Ethel; RETURN, 
weapons and appliances. This 
not a moving picture. Captain Bor- 
cho has the largest glass tank ever 
Maine, and preacher practical) puiit for such a purpose, and in 
vatriotism, is fairly “Packing them) this his men go down in diving ar- 
in” at the Pantages this ‘week. The | mor, 
‘elebrated undersea mariner has every detail, 
the most remarkable’ attraction a/its guns, and a submarine mine is 
vaudeville house has ever played—| exploded. 


the submarine, perfect in 
fired its torpedo and 


starring Mdrie Doro, Among 


specially 


is he began his initial activities be-| filmed in this picture is ‘the festi-; mond Pullman Home Tract. 
»vore the motion picture camera for| val of the saints’ in a french pro- 


Arteraft Pictures some months ago. ‘ncial village on the little island} Savings Bank, Mtge, $4900 1 year 
c of St. Anne's, 


edy or any other kind of comedy,| ideal ‘‘Wallingford’ and Jane Ur- 
as is demonstrated this week at the| ban as the keen little stenographer 
Oakland Orpheum where they are] who first checkmates him in hig 
setting fast pace in “Get Rich Quick | swindling operations, and then by 


Reported Daily By Richmond 
Abstract and Title Oompany. 


SO owen 


“he wasn't spoofing| ther V. Hines. Deed $10, Lot 10, production of George Cohan’s well pene, Mcertremaly clever. = 
Addition to Point Ricnmond Portion | J. E. Schram. Mtge. $850 2 years 
Lot 8 Block 34, Nicholl Macdonald | 8% Lot 34, South % Lot 35 Btock 

“Ave, Civic Center. oLt 12 Blo 2151, City of Richmond. 

; Matilda Krutmeyer to Hermann Soito’s 1st Addition to Richmond, Richmond Savings Bank to Mar- 

Lot 4 Block 39 Lot 11 & South % Lot 10 en 3; faret B. Hizar FPurlington M. @& 

North Berkeley Terrace. Henderson Tapscott Tract No, | Katharyn Carlisle Victor J, & Sarah 
F.. J. Lyman & B. E. Sweet to Bouguet Land Co. ‘to aan &: Bailey Robertson, Par. Rel. Mtge 

| Harry A. Boomor, Agreement $1500 Carolina Pistochini Deed $10. Lots! Lot 18, Map of Muir Oaks. 

2 acvres in South portion Lot 16| 22 23 Block 1, Richmond City Cen- 


ter, AT MARTINEZ 
Estate John A. W. Carlson to 


—— mee ® 


| Floraland Tract, ' I Z, 
; Fstate Ernest Peters, deceased to sBtale : : ee | 
Rese, Ernest, Waldo, Violet, Lil-| Maria V. Carlson. Decree Distb. | Attorney H. J. Wildgrube of this 
yu" lian and May Peters. Lots 2 3 Block; Lots 22 33 Block 22, Spaulding, “!tY wa# a business visitor at Mar- 


1, Richmond Harbor Addition, Richmond Pullman Townsite, Omni- | tinez yesterday, 
Omnibus Clause, bus Clause, Sy eee ee 


is| }ard F. & Melissa J. Parrish, Agree-| ©. Marriott Deed $10. Lot 6 Block 
ment $1100. Lot 15 Block 2, Walls| 4,.Richmond Fifth Addition, 
Harbor Center Tract, 
Hans & Alice M, Skov to Eliza-; 
beth M, Gratton, Deed $10. olst 
35 Block B % ,Lot 34, Block 127, 
Amended Map City of Richmond. 
Instruments Recorded June 6, 1917 
Cc. F. & R. Wise, Trustees to 
Alice Robertson, Recon. Lot 3 Block 


20, Richmond Boulevard Tract. 

J. l. Rihn, Trustee, to Louis F. 
Schall. Recon, All lot 7 & West 10 
| tet Lot 8 Block 36, Fourth Ad- 


| dition Town Richmond, 

Frank 8S, Soito to Maria Rosina! 
& William Martin Haley, Sat. Mtge. 
interesting incidents] tots 10 11 48 49 Block 16, Rich- 


ie. Sete a ie Paget returned here today from a 
baits Sehmidt Rel, Mtge. Lot ee peat Scr mi eats 

zates reports road conditions fair 
and the weather very warm through 
the valley and beyond the Teha- 
Shi pass, 


4, South % Lot 35 Block 51, City 
e Richmond, 


Elizabeth & Seater) Schmidt to, 


THE MAN WHO BUYs:— 


Office Supplies 


You NEED them. We SE 
Ty pewr iters Cheek- Writers = et 


Loose Leaf Books Filing Supplies 
Rubber Stamps Cash Boxes 


Chicago Pencil Sharpener, $1.00 


EBERHART’S 


917 Macdonald Ave. Phone Rich. 217 


John William Horn tu Petaluma 


6% Lots 1 2 Block 9, Nystrom’s 


lL. took him just as he went, 
up over the trench parapet- 


took him full in his bare and 
musewiar throat. It was hardly 
bigger than one of those rubber 
erasers tinned to the ends of 
lead pevcils. But with the driv- 
ing power of high energy powder 
behind its steel-jacketed nose, it 
was an altogether competent and 
devilishly capable agent of des- 
truection. He lay quite still, a 
few yards ahead of the trench, where his rush had carried him. The morning drew toward 
noon, “ * * With night came the beginning of his torment. First it was thirst, then 
fever, then delirium. Always his spilling wound burned and throbbed. Even 
night, with the rain beating down upon him, it glowed like a kiln. 


on the second 


By the third day his agony 
spoke in screams. * * * A stretcher party found him and trundied him away, down through 


the line of Red Cross units, from dressing station to field base, eventually to Paris. * * # 
Ile was French, but he was fighting sur fight. He was French, but a few months from now his 
counterpart may be American. There are bullets enough for all. He may be a boy you know, per- 
haps a neighbor’s boy, even your own. Fighting our fight. Will you help him, when his. voung 
body and vivid force are spent and shattered, to retrieve what he may? Give something to the 
Red Cross, Tt is the wounded soldier's truest ally. It is his hope. Give one dollar, five dollars, ten , 
dollars, a hundred dollars, if you 
hawt a vow, 3 : : can. Do your part. If you can- 
, not go, you can give. Those going 
are giving. immeasurably — 

“s There is a local 


RED CROSS 


Chapter near you 
‘In the Cunningham Building: 


Ninth and Macdonald Ave ™ 
Send something te: it today. 


am 


Mr. and Mrs. Emery R. Gates and 


LeeRrere 


